THE TRUE GEORGE WASHINGTON

juror. In another way he was a good citizen, for
when at Mount Vernon he invariably attended the
election, rain or shine, though it was a ride of ten
miles to the polling town.

Both his enemies and his friends bore evidence to
his honesty. Jefferson said, " his integrity was most
pure, his justice the most inflexible I have ever
known, no motives of interest or consanguinity or
friendship or hatred, being able to bias his decision.
He was indeed in every sense of the words, a wise, a
good, and a great man/' Pickering wrote that "to
the excellency of his virtues I am not disposed to
set any limits. All his views were upright, all his
actions just/' Hamilton asserted that "the General
is a very honest Man ;" and Tilghman spoke of him
as " the honestest man that I believe ever adorned
human nature/' military boots went above his "small clothes/'
